PLYMOUTH  THEATRE 


GRACE  GEORGE 

AND  HER  PLAYHOUSE  COMPANY 

PRESENT 


Major  Barbara 

A Play  in  Three  Acts 
By  GEORGE  BERNARD  SHAW 


CAST 

( Named  in  the  order  of  their  first  appearance) 


Stephen  Undershaft. 
Lady  Britomart.  . . . 

Morrison 

Barbara  Undershaft 
Sarah  Undershaft.  . . 
Adolphus  Cusins.  . . . 

Charles  Lomax 

Andrew  Undershaft. 
Rummy  Mitchens.  . 

Snobby  Price 

Jenny  Hill 

Peter  Shirley 

Bill  Walker 

Mrs.  Baines 

Bilton 


. . Clarence  Derwent 
Charlotte  Granville 

Philip  Loeb 

Grace  George 

Norah  Lamison 

Ernest  Lawford 

. . . . Rex  McDougall 

Hubert  Druce 

Janet  Slater 

Gerald  Rogers 

Sylvia  Bremer 

Richard  Clarke 

Lewis  Edgard 

....  Florence  Edney 
Robert  Fedrow 


SYNOPSIS  OF  SCENES 

ACT  I — Room  in  Lady  Britomart’s  House  in  Wilton  Crescent, 
London.  After  dinner  on  a January  night. 


ACT  II — The  Yard  of  the  West  Ham  Shelter  of  the  Salvation 
Army.  The  next  morning. 

ACT  III — Scene  1 — Same  as  Act  I.  The  next  day. 

Scene  2 — The  Undershaft  Munition  Works  at  Perivale, 
St.  Andrew’s. 


TIME — The  Present  PLACE — England 


Scenery  Painted  by  H.  Robert  Law 
Miss  George’s  Gowns  by  Elizabeth  Axtman 


EXIT  PLAN 
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